1858675 

Royston Mini Grandfather Clock 


Parts and Hardware List 

A. Clock Housing 1 pc 

B. Back Panel 1 pc 

C. Clock Mechanism 1 pc 

D. Battery 1 pc 

* Please make sure that you have all the parts and hardware indicated above before you begin assembly of this item. 

Assembly instructions 

1. Insert Battery (D) Working from the back of the Clock Housing (A), remove the Back Panel (B). Place the 
"AA" Battery (D) into the Clock Mechanism (C). Replace the Back Panel (B) into the Clock Housing (A). 
See Illustration 
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